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At the rate of 475,200,000 Ib. of steam per year, the cost of steam per 1000 Ib., with hand-fired boiler, will therefore be:
$93,717.00
and the saving effected by the use of waste-heat boilers under these conditions therefore amounts to 19.7 - 10.4 = 9.3 cts. per 1000 Ib. of steam made.
The cost of coal in the latter example was $3.25 per ton in boiler bunkers, while the cost of water in both cases was 65 cts. per 1000 cu. ft.